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IN DUBAI 


EUREKA HOME HEALTH CARE 
HEALTHY TIPS 


WHAT IS PARKINSON DISEASE 


Parkinson's Disease is a brain 
Disorder that causes unintended or 
uncontrollable movements, such as 
Shaking, stiffness, and difficulty with 
balance and coordination. Symptoms 
usually begin gradually and worsen 
over time. As the disease 
progresses, people may have 
difficulty walking and talking. 


CALL US FOR OUR SKILLED NURSING 
STAFF ON 


00971503860777 
info@eurekahomehealthcare.com 


www.eurekahomehealthcare.com 


